
Crown King means quality and affordable price in one package. Crown 
Molding installation is our thing. Crown King is family-owned and operated 
right here in fort Myers, FL. Since our company opened its doors in 2004, 
we've treated every customer like they were a part of our family. Other 
companies may offer similar services, but our services are the best, and come 
with a personal touch. We wanted to let you know that we offer the best in 
crown molding installation - you get special one-on-one attention. My self ( 
and my 2 guys can make your house look like a castle. And we cost less than 
the other guys. We also wanted to let you know that you're really important 
because we couldn't be in business without you. 




We take pride in the wide selection of quality projets we have done. We make 
every costumer very satisfied with the results. 
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For more information please 

visit 



